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Part Number 
D412-703-011 
Box Part Number I 
BX18 
IDimension 
I 


Description 
IExternal Eqpt Mount I 
Other Packaging I 
N/A 
I 
Dimension I 


Logo Decals 
N/A 
I I 


Packaging 
Instructions 
and Oecal Placement 


0412-703-011 
Foam all large hardware. 
Tape small hardware to paperwork and foam. 
Tape box securely and place 
scrunched 
up foam on the bottom. 
Place all foamed hardware parts in box. Add scrunched 
up foam to the 
top of box. 
Close box and apply D2729-3 label as per instructions in aSI 014 section 4.5 


02729-1 


N/A 


Revision: A 
Date: 04.05.11 
H:\Admin-qa\iso\forms\PPP-1.Rev.A 


02729.3 


~ 
. Dart Aerospace 
Ltd 


I 
~ 
1 


1270 
Aberdeen Street 
D 
~., 
Hawkesbury, ON, K6A 1K7 
CANADA 
'--------- 
TEL.: 16136323336 
FAX: 16136324443 


EXTERNAL 
EQUIPMENT 
MOUNT 


0412-703-011 
CHG001 


BIN: BXXXXX 


